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which the squadron was delayed more than twenty-four hours
in reaching New York, where it arrived on the morning of
August 8th. As the squadron approached Governor's Island,
the military headquarters of the Department of the East, it was
received with a salute of twenty-one guns from Fort Columbus.
The bodies of the rescued dead were delivered to Major Gen-
eral Winfield Scott Hancock, commanding; the Secretary of
War? the Hon. Robert T. Lincoln; Lieutenant General Philip H.
Sheridan, Brigadier General "Win. B. Hazen, Commodore T.
Scott Fillebrown," and many other distinguished officers being
present. The bodies were received by a battery of the Fourth
and one of the Fifth Artillery, and a salute of minute guns.

The work of the relief ships having been concluded, they
proceeded to the Navy-Yard, where they were put out of com-
mission, the officers detached, and the crews discharged.

During the year 1886 the Legislature of Maryland spread
upon its journal a "joint resolution of thanks," and voted a
gold chronometer watch, bearing a beautiful inscription of its
appreciation of this service of the commander, who was a resi-
dent of that commonwealth. The Massachusetts Humane So-
ciety awarded the commander a first-class gold medal, to express
its approval of the duty done in saving life.stay of three or four days the relief ships
